Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/3/20114:19:44 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: Pocsik Mark [mpocsik@facil.umass.edu] 

Jim, 

I am still waiting to meet with our director for our 10:30 meeting. I will have to come by after lunch. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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